To:  Matlock,  Dennis[Matlock.Dennis@epa.gov];  Weigel,  Greg[Weigel. Greg@epa.gov] 

From:  Chavez,  Luke 

Sent:  Mon  8/17/2015  3:58:18  PM 

Subject:  Gold  King  Mine  Deployment  Package 

Gold  King  Mine  Deployment  Guide  August  2015.doc 


Thanks  for  coming  out  to  assist  with  the  Gold  King  Mine  Response.  I’m  attaching  a copy  of  our 
Deployment  Package.  Please  check  in  with  me  in  the  ICP  as  you  arrive. 


Thanks  and  safe  travels. 


Luke  (RESL) 


Luke  D.  Chavez 


Environmental  Engineer/Exercise  Coordinator,  MEP 


Emergency  Response  and  Preparedness 


US  EPA  Region  VIII  (EPR-ER) 
1595  Wynkoop  St. 

Denver,  CO  80202 
303.312.6512  (office) 
720.320.6250  (mobile) 
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